
STOP 



Early Journal Content on JSTOR, Free to Anyone in the World 

This article is one of nearly 500,000 scholarly works digitized and made freely available to everyone in 
the world by JSTOR. 

Known as the Early Journal Content, this set of works include research articles, news, letters, and other 
writings published in more than 200 of the oldest leading academic journals. The works date from the 
mid-seventeenth to the early twentieth centuries. 

We encourage people to read and share the Early Journal Content openly and to tell others that this 
resource exists. People may post this content online or redistribute in any way for non-commercial 
purposes. 

Read more about Early Journal Content at http://about.jstor.org/participate-jstor/individuals/early- 
journal-content . 



JSTOR is a digital library of academic journals, books, and primary source objects. JSTOR helps people 
discover, use, and build upon a wide range of content through a powerful research and teaching 
platform, and preserves this content for future generations. JSTOR is part of ITHAKA, a not-for-profit 
organization that also includes Ithaka S+R and Portico. For more information about JSTOR, please 
contact support@jstor.org. 



November 22, 1912 1932 

The Utensils. 

20. The pail used for milking should be made of material with a smooth surface 
(not galvanized) and a small opening in the cover to receive the milk, said opening 
not to be more than 8 inches in diameter. 

21. All utensils used in the handling of milk, such as strainers, pail, and containers, 
must be absolutely clean and should be sterilized by boiling for at least 30 minutes 
before use, and when not in use should be placed on racks in the milk house, so that 
they may drain. 

22. The milk wagon, and boxes for the holding of bottles, must be kept thoroughly 
clean at all times. 

23. Paper bottle covers should be sterilized before use. 

The milk. 

24. Immediately after milking the milk should be transferred to the containers 
in which it is to be delivered to the consumer and then cooled to the temperature of 
50° 

25. The straining and cooling of milk must be done in a building used for that pur- 
pose only, called the milk house. 

26. If gauze is used in the straining of milk, it must be sterilized. 

Milk house. 

27. The milk house should be on high, dry ground and the surroundings must be 
clean and free from refuse accumulation; privy vaults, cesspools, or manure piles 
must not be within 100 feet of milk house. 

28. The inside walls and ceiling should be smooth and painted white or white- 
washed. 

29. The milk house should be well lighted and ventilated. 

30. The floor of the milk house must be made of asphalt or concrete and drain to a 
sewer. 

31. The windows and doors must be screened to exclude flies, etc. 

32. The milk house must be equipped with running water. 

33. No part of the milk house should be used as a dwelling or as sleeping apartments. 

34. Dogs, cats, or fowls are not permitted on or around dairy premises. 

35. Children must rot be permitted to play around dairy premises. 

36. These rules must be posted in a conspicuous place in all dairies. 
[Rules, board of health, adopted May 23, 1912.] 

DETROIT, MICH. 

GARBAGE AND REFUSE CARE AND DISPOSAL. 

Section 1. That sections 1 and 6 of chapter 99 of the compiled ordinances of the 
city of Detroit for the year 1904, be and the same are hereby amended so as to read 
as follows: 

Sec. 1. It is hereby made the duty of the occupants of every dwelling house or 
other building in the city of Detroit to provide a sanitary receptacle of brick, cement, 
or galvanized iron with water-tight covers, in which such occupant shall cause to be 
placed or deposited all offal, garbage, animal and vegetable matter of the premises, 
such receptacle of a kind to be approved by the board of health. 

Such occupant shall keep such receptacle at a place on the premises most accessible 
for the collection of such garbage. Such garbage, offal, animal and vegetable matter 
must be thoroughly drained before being deposited in such receptacle, and it shall be 
unlawful to put any but refuse animal and vegetable matter as above provided into 
the receptacles used for such garbage and offal. All garbage receptacles shall be 
scalded or disinfected at least once a week to the entire satisfaction of the board of 
health. 

The said receptacles must be provided with water-tight covers and iron doors 
opening into the alley so that the contents mav be readily removed; and if built of 

Silvanized iron, must not be of less than 5 gallons capacity, and if placed by such 
ouseholder or occupant conveniently on the inside of any such premises the depart- 
ment of public works shall remove the contents from such receptacles every third 
day after being so placed therein. 

All vehicles of every description used for hauling or carrying meats, hay, straw, 
shavings, sawdust, manure, or rubbish of any nature, or dead animals within the limits 
of the city of Detroit must be provided with canvas coverings, to cover over and hide 
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from view any and all of said aboye articles. It is also provided that the said canvas 
coverings must be tied down in a manner that will prevent any of the said articles 
being scattered in the streets, avenues, boulevards, or alleys of the city of Detroit. 
It is further provided that all wagons, carts, or any other class of vehicle employed for 
hauling or carrying coal, dirt, sand, plaster, or ashes must be provided with tight 
boxes, which must not be overloaded, preventing all possible chances of the contents 
being scattered in the streets, avenues, boulevards, and alleys of the city of Detroit. 
All garbage wagons or vehicles must be provided with iron boxes, and iron or canvas 
covers for same, which must close down tight and be fastened down in such a manner 
that the contents will not be exposed to view. 

No person other than such occupant and the authorized collector of garbage shall 
interfere with the use of such receptacle nor disturb the contents thereof and no person 
shall use the garbage receptacle of another. 

For the use of hotels and restaurants where an extraordinary amount of garbage 
must be taken care of, the board of health shall have the power to direct the use of 
sanitary receptacles. 

Sec. 6. Any person failing or neglecting to comply with the requirements of this 
ordinance or Violating any of the provisions thereof, or any person or persons found 
guilty of stealing, damaging, mutilating, or in any way interfering with garbage or 
rubbish receptacles, whether in public alleys or upon private property, shall be 
subject to prosecution in the recorder's court and upon conviction shall be subject to 
punishment by fine not exceeding $25 or by imprisonment in the Detroit house of 
correction for a period not exceeding 10 days. 

I Ordinance No. 452, amending sees. 1 and 6 of chapter 99 of the Compiled Ordinances, 
1904, adopted Mar. 26, 1912.] 

LOS ANGELES, CAL. 
STABLES AND DISPOSAL OP MANURE. 

Sec. 53. It shall be unlawful for any person, firm, or corporation to keep or to cause 
or permit to be kept any horse, mule, cow, goat, or rabbit within 20 feet of any window 
of any bedroom or of any door of any residence or dwelling house or within 20 feet of 
any dining room, lunch room, or lunch counter, or to permit any such animal to remain 
within such distance of any such window, door, dining room, lunch room, or lunch 
counter. 

Sec. 54. It shall be unlawful for any person, firm, or corporation to keep or to cause 
or permit to be kept, or to permit to remain, any manure on any premises longer than 
one day unless the same is kept in a bin or box made of good, sound material, and kept 
covered at all times. 

It shall be unlawful for any person, firm, or corporation to keep or to cause or permit 
to be kept, or to permit to remain, any manure in a bin or box on any premises for a 
longer period than 10 days. 

It shall be unlawful for any person, firm, or corporation owning, using, or main- 
taining any such bin or box to fail, refuse, or neglect to clean and disinfect such bin 
or box, or to cause the same to be cleaned and disinfected, at any time when ordered 
so to do by the health commissioner. 

It shall be unlawful for any person, firm, or corporation to keep, or to cause or per- 
mit to be kept, any manure within 20 feet of any window or door of any residence, 
dwelling house, hotel, or lodging house, unless the same is kept in a closed, air-tight 
receptacle. 

Provided, however, that nothing in this section contained shall be deemed to pro- 
hibit the maintenance of manure in a pile or piles for fertilization of the soil, if a 
permit shall have been granted therefor by the health commissioner, and if such 
manure shall be maintained more than 200 feet from any residence, dwelling house, 
hotel, or lodging house. Each such permit shall designate the location where such 
manure shall be kept and the amount that may be so kept. It shall be unlawful 
for any person, firm, or corporation to keep or to cause or permit to be kept, any such 
manure at any location other than that designated in such permit or in any amount 
greater than the amount named in such permit. 

For the purposes of this section, the word "premises" is hereby defined to be any 
parcel of land which is held, occupied, or used m one body, whether the same contains 
one or more lots or parcels of land. 

Sec. 55. Every wash rack used for washing vehicles or horses shall have the sink or 
sand box thereof lined with or constructed of cement, and such sink or sand box 
shall be properly connected with an accepted public sewer or with a cesspool con- 
structed in the manner required by ordinance. 



